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ICE WRAPPED 



r^W)t*a.pping may save ice, (a. cent 
a.day),l^ut it docs not save food 
Unwra^ppcd ice melts slightly 

faster, therefore ^ives lower 

temperatures and furnishes 

surfaces for condensation of odors 
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